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Message Text 


UNCLASSIFIED 

PAGE 01 MOSCOW 1 1639 231437Z 

66 

ACTION OES-06 

INFO OCT-01 EUR-12 ISO-00 /019W 

122729 

R 230923Z JUL 76 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 6723 
INFO ERDA WASHDC 
ERDA GERMANTOWN MD 

UNCLAS MOSCOW 1 1639 

E.O. 11652: NA 

TAGS: TGEN, ENRG, UR, US 

SUBJECT: US-USSR ATOMIC ENERGY AGREEMENT: FBR (07.02): INSTALLATION 
OF U.S. EVAPORATOR IN BN-350 

REP: STATE 174859 

1. HAVING EXPLAINED 19 JULY TO ARIFMECHIKOV THAT QUESTION WOULD 
ARISE, EMBOFF 22 JULY MET WITH ARIPMECHIKOV AND MYAKINKOV AT SCAE. 
EMBOFF REQUESTED SOVIET RESPONSE TO ERDA PROPOSAL ON INSTALLATION 
OF U.S. EVAPORATOR IN BN-350,AS WELL AS TO PROPOSAL TO HOLD A 
SPECIALISTS' MEETING ON THE SUBJECT. 

2. ARIFMETCHIKOV SAID THAT SOVIET EXPERTS ARE STUDYING THE PROPOSAL 
AND ACTIVELY WORKING ON A RESPONSE. ARIFMECHIKOV SAID THAT HE 
HOPED A RESPONSE WOULD BE READY ABOUT MID-AUGUST (FYI. ARIPMETCHIKOV 
AT FIRST MENTIONED "NEXT WEEK," BUT HE AND MYAKINKOV THEN HAD A 
SHORT DISCUSSION OF THE PREOCCUPATION THAT WILL OCCUR WITH THE STEAM- 
GENERATOR 

CONFERENCE, AND ARIFMETCHIKOV REVISED HIS ESTIMATE TO MID-AUGUST). 

3. COMMENT. NOTHING IN DISCUSSION BY ARIFMECHIKOV OR MYAKINKOV 
GAVE IMPRESSION TO EMBOFF THAT REPLY WOULD BE NEGATIVE. ON THE 
CONTRARY, IMPRESSION WAS THAT EXPERTS' WORK WAS EITHER ALMOST OR 
COMPLETELY DONE, AND THAT ONLY CLEARANCES AND TYPING NEED TO BE 
COMPLETED. MATLOCK 

UNCLASSIFIED 
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